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BILL NO. S-68-09- *4 
SPECIAL ORDINANCE NO. S-/3 9- LE 
AN ORDINANCE approving a contract with JOHN 


DEHNER, INC. for Storm Sewer Res. No. 199-1968 
known as Glasgow Outfall Sewer Relief. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


| INDIANA: 


SECTION 1. The contract approved September 9, 1968, 


| for Storm Sewer Resolution No. 199-1968, Glasgow Outfall Sewer 


Relief, between the City of Fort Wayne, by and through its Mayor 


and the Board of Public Works, and JOHN DEHNER, INC., for: 


Construction of storm sewer beginning at a point 
in Sand Street approximately 70+ feet South of the 
South bank of Maumee River; thence Southerly in 
and along Sand Street a distance of 295+ feet to a 
proposed chamber; thence Southerly a distance of 
317+ feet to a proposed chamber on the South side 
of the N & W Railroad; thence continuing Southerly 
a distance of 96+ feet, terminating at a proposed 
chamber on the North line of Wayne Street, located 
on the existing 72 inch sewer. 


Said sewer shall be 96 and 108 inches in diameter. 


¿for a cost of $165,252.90, all as more particularly set forth in 


{said contract, which is on file in the office of the Board of 


“Public Works, and is by reference incorporated herein and made a 


part hereof, be and the same is hereby in all things ratified, 


confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 


LES Gy es 
Sclity ATTORNEY = 


Bill No. _S$-68-09-23 we 


REPORT OF THE COMMITTEE ON CITY UTILITIES 


We, your Committee on _ City Utilities to whom was referred an Ordinance 
approving a contract with JOHN DEHNER, INC, for Storm Sewer Res, No, 199-1968 0 


known as Glasgow Outfall Sewer Relief peice aa Ean ante 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance Joe PASS. 


EDWIN J. ROUSSEAU, Chairman 


PHIL A, STEIGERWALD, Vice-Chairman (G4 GALE Daye ZB. 


P 
-an a a A M la- 
THOMAS G ADAMS onana a \ OW A 1d ee 
SLD ie a Sto ee eee A A IAK 
CONCURRED IN 
DAT /0 & - i of 


FUAD G, BONAHOOM, CITY CLERK 


Read the first time in full and on motion by Co seconded by 


and duly adopted, read the second time by title and referrec 
to the (Committee on) PAA i Ae Oe ¢and =to=the=-Gity-Pra 
«Commission for recommendation) =¢aùd-Pyblic-Hearing-to. be held after due legal notice, 
~at..the-Gounetl~Chambers,~City~Hall;~Fort-Wayne,--Indiana,~on 


TR Cassone 1A Yon OF t 196 rein : o'clock 


Pe MaE Sly. 


Date: F- 2-4 - LE 


T S ne 


Read the third time in full and on motion by 
seconded by Š Jany and duly adopted, placed on its passage. 
Passed 68S by the following vote: 


AYES £ , NAYS OC, ABSTAINED ‘ ABSENT / to-wit: 


Adams 
Dunifon 
Fay 
Geake 
Nuckols 
Robinson 
Rousseau 


Steigerwald i 
Ta 


Tipton 


Date je~ bg 


‘itt 


City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(GZoning..Map).General)(Annexatéon) (Special) (Appropriation) Ordinance (Resotuttom) No. SASII-G 


on the a day of O Aea , 196 e, 


(SEAL) 


ATTEST: 


PEA 


City Clerk 


‘Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the _ 9 day 
of Ot fear 196 J at the hour of jd oð o'clock _, M., 5. S.T. 


CET LOI DECC S602" ZF“ 
: City Clerk 


Approved and signed by me this Y Mie EL gL 5 196% 


at the hour of /- 4 © o'clock Z| M.,E.S.T. 


L 


Mayor 


